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[Abstract:] Coiner’s Report touching proposition of Ferracute Machine Co. to construct a coining 
press. 

Mint of the United States at Philadelphia, Pa. 

Coiner’s Office, 

April 7, 1891 

Hon. O.C. Bosbyshell 
Superintendent 

Sir. 


Referring to the letter of the Ferracute Machine Co., Bridgeton, N.J., of the 31st ult., 
relative to building a coining press, I have the honor to report that the sketches and explanation 
furnished by the company were inspected by Messrs. James, Downing and myself, and it was the 
unanimous opinion that the plan does not warrant the belief that the press as designed would do 
the work as perfectly as the presses now in use. 

The feed motion is thought not to be reliable at all times and the contemplated 
construction of the press utterly fails to convince how it can be considered an improvement in 
comparison to our present style of coining presses. 

Drawing and explanations will not guarantee its efficiency, which can only be proven by 
working results. 

Very Respectfully, 

Your Obt. Servant, 

N.S. Steel 
Coiner. 



